OLD  FAIRFIELD  PRESBYTERIAN  CHURCH 

BUILT  1780 


-  Interior  - 

This  congregation  was  organized  in  1680.  The 
first  building  was  built  of  logs  and  was  situated 
on  the  bank  of  the  Cohansey  River.  A  monu- 
ment marks  the  spot.  Services  were  discontinu- 
ed here  in  1850.  Services  are  usually  held  here 
during  August  each  year. 
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